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The production of tractors and agricultural implements at the IAR plant 


is much behind schedule. 


Spare parts are difficult to secure, there is a 


shortage of ball bearings, and transmissions are reported to be defective. 


ogo aie aes Sh ke: i 
Thig document is hereby regraded to 
CONFIDENTIAL in accord “ce with the 
letter of 16 October ig-3 from.) the 
Director of Central Inter. gence to the 
Archivist of the United States. 


Next Review Date: 2008 


Approved For Release 1999/09/08 : CIA-RDP82-00457R002100040002-6 


